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Camp Butner, located 14 miles 
Durham, North Carolina, was 
Major General Henry W. Butner, 
Winston-Salem, North Carolina, 
in the 1st Division during World 
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52 — "On the March/' Camp Butner, Durham , N. C. 


PHOTO BY U.S. ARMY SIGNAL CORPS 


IV* 

~/1 

I HI 


r r&jjn 


f B-HI 82 



